00

Courtesy Moore-McCormack  Lines,   Inc.

WHERE THE GREAT LINERS DISCHARGE PASSENGERS AND CARGO IN RIO'S SHELTERED HARBOR

It is hard to realize that Rio was once avoided by travelers and feared by
sea captains. Malaria was chronic and frightful epidemics of yellow
fever occurred periodically. But in 1903 and 1904 the city was made
thoroughly sanitary and much of it was rebuilt. Whole blocks of houses

were torn down to make room for the Avenida Rio Branco and new docks
and warehouses were built. Huge electric cranes were installed to handle
the cargo. Many new and beautiful apartment houses and hotels have
been built along the harbor. Modern architecture prevails.